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[Abstract:] Relative to supply of ingot copper - suitable for gold alloy running low. 

Mint of the United States at Philadelphia, 

Melting and Refining Department, 

Philadelphia, 

April 28, 1894 

Hon. Eugene Townsend 
Superintendent 

Dear Sir: 

I beg to inform you that the supply of the Ingot copper suitable for gold alloy is running 
low, and in view of the fact that the mint contract for such copper with the Balt Smelting Co. has 
expired, and that a new source of supply is to be authorized, I think it prudent to give timely 
notice of the situation. 

Gold coinage requires as you are fully aware, the very highest grade of copper, I would 
suggest that a quality at least equal to but “Lake” should be supplied. The special brank 
heretofore furnished by the Balt Smelting Co. has proved satisfactory. 


Very respectfully yours, 

D.K. Tuttle 
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